FEDERAL MINE SAFETY AND HEALTH REVIEW COMMISSION

1730 K STREET NWr 6TH FLOOR
WASHINGTON, D.C.    20006

July 11, 1984

UNITED MINE WORKERS OP
AMERICA (UMWA),
ON BEHALF OF

JAMES ROWE f et al. ,

JERRY D. MOORE,

t

LARRY D.   KESSINGER,

Complainants

PEABODY COAL COMPANY,

'        Respondents

SECRETARY OF LABOR,

MINE SAFETY AND HEALTH
ADMINISTRATION (MSHA),
ON BEHALF OF
THOMAS L. WILLIAMS,

Complainant
v.

PEABODY COAL COMPANY,

Respondent

DISCRIMINATION PROCEEDINGS

Docket No. KENT 82-103-D
MADI CD 81-23

Docket No. KENT 82-105-D
MADI CD 82-05

Docket No. KENT 82-106-D
MADI CD 82-04

Eastern Division Operations

Docket No. LAKE 83-69-D
VINC CD 83-04

Eastern Division Operations

Appearances

Before*

DECISION

Mary Lu Jordan, Esq. , United Mine Workers of
America, Washington, D.C. on behalf of Com-
plainants James Rowe, et al. , Jerry D. Moore
and Larry D. Kessinger;

Frederick W. Moncrief, Esq., Office of the
Solicitor, Arlington, Virginia, on behalf
of Complainant, Thomas L. Williams;
Michael 0. McKown, Esq., Peabody Coal Company,
St. Louis, Missouri, for Respondent.

Judge Merlin.

These cases are before me pursuant to the Commission's
order dated June 18, 1984.
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